AMENDMENT NO. 3 JULY 2021 
TO 


IS 9974 (PART 2) : 1981 SPECIFICATION FOR HIGH 
PRESSURE SODIUM VAPOUR LAMPS 


PART 2 STANDARD LAMP DATA SHEETS 


[Page 4, clause 3.1 (see also Amendment No. 2)|— Substitute the following 
for existing: 


‘3.1 The recommended types of high pressure sodium vapour lamps covered by 
this standard are as follows: 


a) 70 W Tubular — Clear (SON-T lamp) 

b) 70 W Elliptical — diffuse coating (SON lamp)/ Clear (SON-C lamp) 
c) 150 W Tubular — Clear (SON-T lamp) 

d) 150 W Elliptical — Diffuse coating (SON lamp) 

e) 250 W Tubular — Clear (SON-T lamp) 

f) 250 W Elliptical — Diffuse coating (SON lamp) 

g) 400 W Tubular — Clear (SON-T lamp) and 

h) 400 W Elliptical — Diffuse coating (SON lamp)’ 


[Page 22, Technical Datasheet No. 8, row | (see also Amendment No. 2)| — 
Substitute ‘BULB: ELLIPTICAL - DIFFUSE COATING / CLEAR’ for ‘BULB: 
ELLIPTICAL - DIFFUSE COATING - CLEAR’. 
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